Stiffness factor:

See grout stiffness ratio.

Strength of grout:

See grout strength.

Transverse wall reinforcement:   Optimum amount   of  reinforcement   provided   at

the end of wall panels to limit splitting.

Ultimate joint load:

Ultimate  load:
(general)

Wall panel:

Wall reinforcement

See joint strength.

The maximum load which may be placed on a
connection, member or a structure before its
failure; also, the load at which a connection
unit or structure fails.

A vertical precast concrete element either
load-bearing or non-load-bear ing; usually
one-story in height, with lengths typically
ranging from 10' to 45'.

See transverse wall reinforcement.

-58-ints:
